From: 

Sent: 

To: 

Subject: 


Han, Linda (DPH) 

Friday, January 20, 2012 4:03 PM 
Stiles, Tracy (DPH) 

FW: quote? 


From: Jeff Martin rmailto:imartin@lab-furniture.com1 
Sent: Wednesday, January 24, 2007 9:43 AM 
To: Han, Linda (DPH) 

Subject: RE: quote? 

Hi Linda, 

Sorry for the delay. IVe priced up a few unit prices that have the materials, freight and installation built in so you should 

be Ok to get a basic idea of what the cots would be however, it's always best to get a final plan in mind and then get a firm 

number. 

30" deep x 60" long free standing table with telescoping legs and epoxy resin top = $ 907 
60" wide sink base assembly with rear fillers, 24" x 16" x 8" resin sink and resin top = $ 1,964 
E41M3036-00 mobile base unit with finished back and epoxy resin top = $ 1,173 

Budget for (5) tables, (4) mobile bases and a single sink base = $ 11,191 +/- 

Please give me a call if you have any questions, 

Jeff 


—Original Message— 

From: Han, Linda (DPH) rmailto:Linda.Han(a)state.ma.us1 
Sent: Tuesday, January 23, 2007 9:47 AM 
To: Jeff Martin 

Cc: iames.aauilino@umassmed.edu : McNamara, Ann (DPH) 

Subject: quote? 

Hi Jeff: 

Any luck with coming up with a quote for the MA State Lab? Let me know if there’s any info from us that you 
might need. 

Thanks, 

Linda 


Linda Han, MD, MPH 

Director, Division of Microbiology 

State Laboratory Institute 

Massachusetts Department of Public Health 

305 South St. 

Jamaica Plain, MA 02130 
(617) 983-4362 (phone) 

(617) 983-6618 (fax) 
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